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Westinghouse Electric high ephbatag 
Internat: 


Priendabip Airport 
Baltimore 3, é 

xevewrrox: osx 1 
GeavhLemen: 


Reference ta mde to cur Coutract Bo. TA-3034 covering design and 
development of an avoidance systen. 


Enelosed, in trip., ia Amendment Mo. 1 to the contract which 
inseorporates final overhead rates farbe the contract pursuant to Clause 
aon Serer 25X1A 


Cests in the amount of ID representing the contract Limttation, 
have been approved, subject. to subnission of the following documents with 
your final billing: 


a. Contractors eros Giain and reconciliation. 
b. Contractor's relea 
c. Assigument of pahcats, rebates and credits. 


This eyproveé. cost plus the: fixed-fee of [sts is a final 05xX1A 
eontract price of 25X1A 


Please have all copies of the encloeed amendment signed and 
Aistributed in aceardance with Paragraygh 4 thereof. 


a c uaa: eee iEWERS_ 064540 
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